21 LED HEAD LAMP 
HIGH INTENSITY HANDS-FREE LIGHT 


MPORTANT SAFETY INSTRUCTIONS - READ BEFORE USE 
All of the safety and operating instructions should be read, adhered to and followed 
before the unit is operated. Save these instructions. 


Z\ WARNING 


This product is not a toy. ee from children. 
Do not look directly at the LEDs when they are switched on. The light from the 
LEDs can cause injury or irritation to the eye. 


/\ BATTERY PRECAUTIONS 


Dispose of the old batteries properly. Do not dispose of the old batteries in a fire. 
Do not leave the batteries where a child or pet could play with or swallow them. If the 
batteries are swallowed, contact a physician immediately. 
Ps batteries may explode if mistreated. Do not attempt to recharge or disassemble the 
atteries. 


Use only fresh batteries of the required size and type. Do not mix old and new batteries, 
different types of batteries, or rechargeable batteries of different capacities. 


HOW TO USE 


1. To open the battery compartment, turn the side knob counter-clockwise (see Fig. 1) . 
2. Pull out the battery holder and insert 3 AAA batteries following the polarity 

shown on the holder. 

3. Line up the arrow shown on the battery holder to the slot on the battery compartment and 
nsert into the battery compartment. 

4 To turn on, press the black button located on the right side of the lamp. 

5. Adjust the angle of the light by tilting it up or down. 

6. Adjust the strap to fit your head by using the adjusters on the strap. 

7. Light mode: 

Press “ON” button once to light center light 

Press “ON” button twice to light 7 lights 

Press “ON” button three times to light all lights 

Press “ON” button four times for a strobe light 
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